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& donaldjtrumpjr Raw Paste eee 


faa Nachman Mostofsky @Mosiofsky - 4h 
I've done hand ballot recounts in NY. 


Those vertical lines in Michigan & 
Wisconsin are not statistically improbable, 
they're outright impossible. 


This is outright voter fraud & the @FB! 
must immediately investigate this. 


The state of the race in Wisconsin 
Total presidential votes for each party so ta 
Wisconsin's expected vote counted as of 623 am on Now. 4 


The state of the race in Michigan 
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iN Partly False Information. Reviewed by 
independent fact-checkers. 
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QP} Liked by amitissdds and others 


donaldjtrumpjr You can't make this stuff up. 
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